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Message Text 



UNCLASSIFIED 

PAGE 01 LAGOS 02489 25I747Z 
43 

ACTION AID-31 

INFO OCT-OI AF-IO ISO-00 IGA-02 HEW-08 DRC-OI RSC-OI MED-03 
/057 W 

081002 

P25I620ZMAR 74 

FM AMEMBASSY LAGOS 

TO SECSTATE WASHDC PRIORITY 3280 

UNCLAS LAGOS 02489 

E.O. 11652: MN/A 

SUBJECT: ENUGU ORTHOPEDIC HOSPITAL, PROJECT 793-64 

REE: A) LT OAKLAND CA 139 22 525 P,23 MARCH 1974 
B) LT OAKLAND CA 71/66 4 1642, 5 JANUARY 1974 

1. HAVE PASSED INFO RECEIVED REF A TO S.M.G. ALSO 

REQUESTED ESTIMATE OF NUMBER LORRIES AVAILABLE 
TRANSPORT EQUIPMENT ARRIVING AFRICAN MERCURY. WILL CABLE 
THIS INEO IE RECEIVED IN TIME. 

2. ADVISE IMMEDIATELY DETAILS.I.E., SIZE AND TYPE OF 
REFRIGERATED LABORATORY REAGENTS BEING AIR SHIPPED LATER 
PART OF MARCH PER REF. B., S.M.G. HAS REQUESTED THIS INFORMA- 
TION BE PASSED TO THEM ASAP. 

REINHARDT 



UNCLASSIFIED 



NNN 
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Message Attributes 



Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channei indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: AIR TRANSPORTATION, PROGRAMS (PROJECTS), HOSPITALS, MEDICAL FACILITIES 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 25 MAR 1974 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974LAGOS02489 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D740063-1105 
From: LAGOS 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t1 974031 8/aaaaaqrj.tel 

Line Count: 43 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION AID 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 

Reference: A) LT OAKLAND CA 139 22 525 P,23 MAR, CH 1974 

Review Action: RELEASED, APPROVED 

Review Authority: smithrj 

Review Comment: n/a 

Review Content Flags: 

Review Date: 10 OCT 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <10 OCT 2002 by shawdg>; APPROVED <10 DEC 2002 by smithrj> 

Review Markings: 
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Review Media Identifier: 
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Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 
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